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INFORMATION 

X 


We would like to Inform you that our drinks machines are designed to operate within 
certain limits regarding water pressure, 

The limits are as follows, 

Minimum water pressure, Hot only machine with no water filter fitted 0.5 bar 


Minimum water pressure with a water filter fitted 1 .5 bar* 


Minimum water pressure, Hot & cold machine , no water filter 1 .5 bar 


Minimum water pressure, Hot & Cold machine, with water filter 2.0 bar* 


Maximum water pressure in all cases 8.5 bar 

*You are advised to check with the technical features of the water filter being used in all cases 
where a water filter is fitted. 

The technical features can be found on the label present on the filter. 
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